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Map  2-6(f):  Alternative  G  -  The  Preferred  Alternative: 
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Data  Source: 

Burn  severity  data  from  Landsat  7  imagery  purchased 
Aug  7,  2002  from  USGS  EROS  Data  Center,  Sioux  Falls, 
SD.  Processed  by  USFS-Remote  Sensing  Application 
Center,  Salt  Lake  City,  Utah.  Verified  and  updated 
by  Annette  Parsons  from  fly  over  1 1/6/2002. 
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Map  3-2(b):  Fire  Progression 
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